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UMIlthf 


Printed: 10/22/2015 10:13:08AM 


Request Number: 
Inmate Number: 
Inmate Name: 
Location: MED Z 


365907 

03004683 

CHRISTENSEN, CANDICE ANN 
003 003 


Submitted: 

Type: 

Sub Type: 


10/18/15 1:40 pm 
FACILITY INSPECTOf 
GRIEVANCE 


Stamp 


Note Prefix 


Note 


10/18/2015 1:40:08PM ORIGINAL REQUEST: I NEED TO SPEAK TO SOMEONE 

ASASP. I AM USING THE KIOSK 
ONLY COVERED IN A BLANKET. I 
WAS PUT ON A FALSE SUICIDE 
WATCH. PIEASE SEE ME 

10/19/2015 8:06:25AM DGEHRINGER USER ASSIGNED CHANGED FROM <UNASSIGNED> TO 
DGEHRINGER [BSTEARNS] BSTEARNS, 


10/20/2015 8:02:57AM BSTEARNS CLOSED' 

BSTEARNS 

10/20/2015 4:48:29PM INMATE APPEAL: 


Inmate Christensen you were put on 
suicide watch based on comments you 
made to staff.Capt Stearns 

SGT ALDRIDGE IS HELPING ME. 
THANK U 


10/20/2015 10:05:05PM INMATE RESPONSE: I DIDNT SAY I WAS SUICIDAL AT ALL 

EVER. THEY WERE NOT DOING 
THERE 30 MIN CHECKS IN Q DORM. 
THEY DID IT OUT OF SPITE. IT 
SHOULD BE INVESTIGATED. CHECK 
THE CAMERAS NOT DOING 30 
MINUTE CHECKS. THIS IS BS 

10/21/2015 8:11:45AM DGEHRINGER USER ASSIGNED CHANGED FROM DGEHRINGER TO 

DGEHRINGER [BSTEARNS] BSTEARNS, 

D 
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